LIEUT. COL. MILES
ANSTRUTHER, D. S. (X  Guy Standing MAJOR CHRISTOPHER
BINGHAM                     John Drew LIEUTENANT SIR WALTER
MANNERING                 Oswald Yorke
LIEUTENANT BARKER       Lionel Barrymore
MEDENHEM                      Reginald Carrington
HARTOPP                         Robert Schable
SERGEANT                        George Harcourt
CORPORAL                        Percy Smith
ORDERLY                          George Ford
MR. FEN WICK                  Lewis Baker THE HON. HILDEBRAND
CARSTAIRS                    Hassard Short
THE DUKE OF HULL        Robert Mackay
MURIEL MANNERING        Ida Conquest
LADY HARBURGH              Ida Vernon
NORAH VINING                Caroline Keeler
The Duke of Killicrankie was a very fine, light comedy hi which four sharply contrasted characters are thrown together. These were played by that famous English actress, Fannie Brough, Margaret Dale, Ferdinand Gottschalk and myself.
The complete cast was:
THE DUKE                   John Drew
HENRY PITT WELBY    Ferdinand Gottschalk AMBROSE HICKS           Lewis Baker
BUTLER                        Robert Schable
ALEXANDER MACBAYNE Reginald Camngtonin Command was:lay." Daly gave one year forsibility of any tampering with the hand organ, had removed the handle, and then in his first- with. The cup bore the name of theaal Marie by W. W. Ftntsr,
